
RISING STAGES 


Rotary Rising Stage m Houston Music Hall shown at orchestra pit level (above) and raised to full height 
(below). This stage descends to basement level for bringing performers into view of audience. 


Rotary Rising Stages take many forms . . . orchestra lifts, stage sections and 
complete stages which move vertically on dependable Oildraulic® pistons. 
They are used to produce elaborate and dramatic theatrical effects, save valu¬ 
able floor space, and permit design of multi-use halls. 
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RISING STAGES 


Hydraulic lifts which combine utility 
with dramatic effect 


Rotary Rising Stages consist, basically, of one or more hydraulic 
pistons on which a platform is mounted. By extending the pistons, 
the platform is raised. 

Applications are many. A familiar example is the orchestra pit 
lift. The orchestra assembles on the lift at basement level and is 
raised to audience view. This type of Rotary Rising Stage is com¬ 
monly designed so that it also can extend to stage level, providing 
added stage area when an orchestra is not used. 

Other uses of the Rotary Rising Stage are limited only by the 
imagination. For spectacularly dramatic effects, several Rotary 
Rising Stages may be recessed into the stage surface to bring sets 
and performers majestically into view and carry them above stage 
level in stairstep arrangements. In such an installation, the Rising 
Stages may be operated individually or locked together to provide 
one big unit capable of lifting large sets or many performers. 

SIZES AND CAPACITIES 

There are practically no limitations on sizes and capacities of 
Rotary Rising Stages. They are ideal for use as simple organ 
console lifts or in installations where an entire stage rises to vary¬ 
ing elevations for creation of spectacularly dramatic effects. One 
or any number of oil-hydraulic cylinders may be used, depending 
upon the individual requirements. 

SMOOTH, QUIET, DEPENDABLE OPERATION 

The Oildraulic principle, used successfully by Rotary Lift Co. in 
thousands of elevators and industrial lifts, provides dependable, 
efficient operation. Pushbutton controls, located wherever con¬ 
venient, actuate an electric pumping unit which raises and lowers 
the Rising Stage. The unit moves smoothly and quietly on its oil- 
hydraulic piston. Elevator-type guide shoes and rails provide 
positive stability. Installations requiring more than one piston are 
designed with a mechanical equalizing mechanism that assures 
synchronized travel of all pistons, and a level platform regardless 
of position of load. 

ECONOMICAL TO INSTALL AND OPERATE 

The pit required for a Rotary Rising Stage is uncomplicated in 
design and construction. Installation of the stage itself is more 
economical than any other type of stage lift due to the simplicity 
of the equipment and advanced design developed through many 
years of experience in engineering Rotary Rising Stages for many 
uses. The unit requires practically no maintenance. 

DESIGN, ENGINEERING AND INSTALLATION SERVICE 

All Rotary Rising Stages are engineered to the specific require¬ 
ments of the installation. Expert layout and specification assist¬ 
ance is available on request. Installation service is provided by a 
nation-wide organization of independent contractors with many 
years of experience with oil-hydraulic elevating devices of all types. 



Pit view of Rising Stage in Charlotte, 
N. C., Auditorium-Coliseum shows 
rugged under-platform construction 
with four oil-hydraulic jacks. Guide 
shoes and rails assure smooth travel; 
cable equalizing system keeps platform 
level at all times, regardless of load. 



A single oil-hydraulic jack is sufficient 
to power some Rotary Rising Stages, de¬ 
pending upon stage area and capacity 
required. A collar around jack plunger 
and steel trusses welded to strong 
formed steel platform provide neces¬ 
sary strength and rigidity. 



Rising Stage at basement level, show¬ 
ing doorway providing access for en¬ 
tertainers, out of view of audience. 
Stage area can be almost any size and 
shape. Power unit and controls can be 
located in any convenient place. Oper¬ 
ation is extremely economical, 
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Utilizing six Rotary Rising Stages, designers of the 
Cafe Continental of Las Vegas’ new Stardust Hotel 
made possible an infinite variety of spectacular the¬ 
atrical effects. Ascending from basement level with 
performers and colorful sets, these Rotary Rising Stages 
can be operated independently and stopped at various 
levels to create majestic stair-step effects above the sur¬ 
rounding stage area. Four 754' x 15' Rising Stages in 
one cluster can be locked together automatically to 
move as a single 15' x 30' unit. Similarly, two 
square Rising Stages rise independently or in miis* 

An important feature of these Rising Stages i#lhe 
absolute quiet which distinguishes their “operation. 
They glide smoothly up and down in absolute silence, 
creating an atmosphere of mystery and glamor. 


Interiors of Cafe Continental designed by Qffice of Jac Lessman, New York City. 

ARDUST HOTEL in Las V e g as 3 world’s largest 
ort hotel, features a dining room-theafer equipped 
ith six Rotary Rising Stages. 
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RISING STAGES 


... create “The most advanced theater stage 
in the American entertainment world” 


Cluster of four Rising Stages in Stardust Hotel shown at various levels. 



Rotary Rising Stages for multi-purpose school buildings 


Gym in 
the afternoon 
- - - converts to 
auditorium 
by night 
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By installing a Rotary Rising Stage in one end of a 
school gymnasium or cafeteria, the room can be con¬ 
verted easily and quickly into an auditorium. Normally, 
the Rising Stage rests on concrete bumpers and is 
absolutely flush with the floor. To convert the room 
into an assembly hall or auditorium, it is raised the 
desired height, curtains are released from housings and 


portable seating placed. The Rising Stage is completely 
safe with tamper-proof controls and operating mechan¬ 
ism. It provides the most economical solution to the 
problem of providing auditorium facilities on a re¬ 
stricted budget in today’s schools. Where budget is no 
problem, the Rotary Rising Stage is a worthwhile extra 
feature, adding to building flexibility. 


Ask your Rotary Lift representative for additional information 









































Loading dock equipment 
and industrial lifts 



Automatic dock ramp 

Truck-actuated, completely automatic ramp 

This all-new ramp positions automatically to bridge the gap be¬ 
tween dock and truck bed for faster loading and unloading . . . 
with complete safety. It is powered by the pressure of the truck 
bed on the ramp bumpers, employing an exclusive spring com¬ 
pensator for smooth, controlled action. Has automatic safety lock, 
self-aligning bumper and other exclusive features. Easily installed 
at new or existing docks. Requires no maintenance. Write for 
catalog RE-404. 



Truck leveler 

Raises or lowers trailer to dock level 

Recessed into the pavement in front of the loading dock, the 
Rotary Truck Leveler eliminates the need for ramps and dock- 
boards and saves the space they require. Dual oil-hydraulic jacks 
with 40,000 lbs. capacity raise or lower the truck or trailer to bring 
the bed level with the loading dock, permitting materials handling 
equipment to move in and out with maximum speed and safety. 
Easily installed at new or existing docks. Dependable, economical 
maintenance-free operation. Write for Catalog RE-800-A. 



Rotary Oildraulic Equipment is 
sold, installed and serviced by a 
nationwide distributor organization 
working closely with Rotary Lift 
Company factory engineers. 


Levelator® lifts 

These simple, rugged platform lifts are used for a variety of pur¬ 
poses . . . loading carriers from plant floor level, feeding machines, 
bridging stepped floor levels, and lifting and lowering heavy loads 
in many other ways. Operation is by economical, dependable Oil¬ 
draulic power. Available in standard models and special lifts in 
almost any size and capacity. Write for Catalog RE-203. 


A complete description of the above equip¬ 
ment and other Rotary Oildraulic devices 
for materials handling is cataloged under 
1 6B/R0 in the Industrial Construction File. 

For information on Rotary Oildraulic Elevators (Passenger and 
Freight) see 24a/Ro in the Architectural File or 16c/Ro in the 
Industrial Construction File. 

ROTARY LIFT CO., Division of Dover Corporation 
1053-A Kentucky, Memphis 2, Tenn. - Chatham, Ontario 
Affiliated with Shepard Elevator Co., Division of Dover Corporation . 
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